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Lineman’s Heavy Side Cutting Plier No. 1950 

A general favorite with linemen owing to the shape of 
handles and the keen, strong, cutting edges. Drop forged 
from Alloy Bteel and made In 6 In., 7 In., 8 In., and 
9 In. sizes. 



Alloy Steel Diagonal Cutting Plier No. 41 

Drop forged from Alloy Bteel and hardened and tempered 
In oil. Cuts clean and lasts longer. Made In 4 in., 
6 In., 5% In., and 8 In. sizes. 



Long Needle Nose Side Cutting Plier No. 654 

Forged from a special quality of Alloy Bteel, this plier is 
adapted for extra One work. Its carefully spring-tempered 
nave and keen, strong cutting edges make It a most desir¬ 
able tool for One work. Made In 6 In. and 7 in. sizes. 



Fence Plier and 
Staple Puller 
No. 1932 


The only Fence Puller which can 
be used on all types of fence 
posts—no other tool needed in 
fence building or repair. Made 
of high quality Alloy Steel 10*4 
tn. long. _ 



Bull Dog End Cutting Nipper No. 60 

Forged from finest Alloy Bteel and carefully tempered, this 
nipper Is a strong, easy cutting tool. Ideal for mechanics 
who require a high quality end cutting nipper that will 
hold its edge. The handle is checkered to give an ideal 
gripping surface. Made in 5 In., 6 in., 7 in., and 8 in. 
•fees. 



Chrome-Plated 


Thin Alloy Steel Wrench No. 91 

Thinner, stronger, and designed to give perfect balan 
the UTICA Thin Alloy Steel Wrench is Side to l 
indefinitely. The Jaws and handle are forged from h 
grade Alloy 8teel and will not break or wear In the gi 
teeth. The Jaws are designed to get at places inaccessible 
the ordinary wrench. FuU, deep, throat for either earn 
or hexagonal nuts. Fully guaranteed and made In 4 in 
in., 8 In., 10 in., 12 in., 15 in., 18 In. and 24 In. sizes' 



TOOL 

MILEAGE 

‘‘Tool Mileage” is what counts in pliers . . . the 
number of cuts before the cutting edge wears 
dull or breaks. In actual tests, UTICA Alloy 
Steel pliers have outlasted competing pliers by 
many thousand cuts. 

UTICA pliers and wrenches are made from 
Special Alloy Steel by craftsmanlike methods 
and scientific heat treating. They are rigidly in¬ 
spected and tested to make sure that all UTICA 
tools are the best in quality. 

Above is illustrated the Utica Hardware Dis¬ 
play Case showing the more rapidly moving 
numbers of the most complete line of pliers in 
the world. UTICA pliers are made for me¬ 
chanics who know and want the best in tools 
and realize that tool mileage is the answer to 
the question of tool value and economy. Get 
on the profit side with UTICA tools. 


UTICA DROP FORGE & TOOL CORPORATIO 

_ 2410 Whitesboro St., Utica, N. Y. 


Mention Hardware Age When Writing 

Digitized by Google 









